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PRICE  LIST-Season  1921-22 


Prices  on  all  standard  varieties  of  citrus  fruit  trees,  on  Rough  Lemon  and 
Sour  Orange  roots,  as  listed  in  catalog,  except  TEMPLE,  King  and  Tangerine 
oranges  and  Kumquats: 


Each 

Per  10 

100 

1000 

2 to  3 feet  (sold  by  height  only) 

$ .85 

$ 7.50 

$ 70.00 

$ 650.00 

%-inch  caliper 

1.25 

10.00 

90.00 

850.00 

%-inch  caliper 

1.50 

13.50 

120.00 

1 100.00 

%-inch  caliper 

2.25 

20.00 

175.00 

1500.00 

Two-year  buds,  1 inch  caliper 

3.00 

25.00 

225.00 

2000.00 

Three-year  buds,  1 % inch  caliper 

3.50 

30.00 

250.00 

The  price  on  Tangerine  and  King 

oranges  is  20% 

additional. 

Price  on  TEMPLE  orange  trees. 

Rough  Lemon  and  Sour  Orange  roots. 

Each  Per  1 0 

$3.50  $30.00 

100 

$275.00 

1000 

$2590.00 

TEMPLE  orange  trees  are  not  sold  according  to  size.  No  specified  grade 
is  promised  at  time  of  entry  or  shipment  of  order.  i rees  range  in  size  from  to  inch 
to  2 years  old.  The  largest  trees  unsold  are  reserved  against  each  order  as  received: 

Each  and  every  order  for  TEMPLE  orange  trees  must  be  accompanied  by 
signed  TEMPLE  orange  agreement. 

Price  on  Kumquats,  Rough  Lemon  roots  only:  


Each  Per  10  100 

1 year  $1.50  $12.50  $110.00 

2 year  2.00  17.50  150.00 


EXPLANATION — The  price  for  single  trees  in  the  first  column  applies  on 
all  orders  for  4 trees  or  less;  the  ten  rate  applies  on  orders  of  from  5 to  49  trees;  the 
hundred  rate  on  50  to  449  trees,  and  the  thousand  rate  on  500  or  more,  all 
regardless  of  the  varieties  ordered  and  the  number  of  each,  except  TEMPLE 
orange  trees,  on  which  prices  will  be  applied  according  to  number  ordered. 

Citrus  trees  are  grown  to  a height  of  27  inches  to  30  inches  and  defoliated 
and  pruned  for  planting  before  shipment. 


